To:  Ferguson,  Ralph[Ferguson. Ralph@epa.gov];  Bielenberg,  Ben[Bielenberg. Ben@epa.gov] 

From:  Ferguson,  Ralph 

Sent:  Thur  8/13/2015  3:04:09  PM 

Subject:  SSID  for  Gold  King  - update 

Ferguson,  Ralph  [8:57  AM]: 

Richard  had  mentioned  this  in  our  call... I think  those  guys  in  HQ  believe  we  would  use  the  original  Gold 
King  Mine  SSID 
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